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Number of Clear Days and Total Rainfall in Dif- 
ferent Parts of the Months of May and 
June, at the Lick Observatory, in the 
Years 1881 to 1894. 

The cloudy weather which just ended on the night of June 6 
was remarkable, being continuously unfavorable for observing for 
eight days, with rain every day. 

There is no record in previous years of so few clear days at 
this season, as will be seen by the following comparison, which is 
based upon the meteorological classification into clear, fair and 
cloudy, a clear day being one on which the cloudiness of three 
observations at 7 a.m., 2 p.m., and 9 p.m., is less than 10 
on a scale in which 30 would be entire cloudiness for all three 
observations. 





NUMBER OF CLEAR DAYS. 


RAINFALL. 




May i-io. 


May 11-20. 


May 21-31. 


June i-6. 


May. 


June i-6. 


1881. . 


7 


1 

9 I 8 


5 


.09 




1882. . 


9 


9 8 


4 


.48 






1883.. 


1 


3 10 


6 


7-55 






1884. • 


10 


6 I 6 


4 


1.24 






1885.. 


8 


5 


1 1 


6 


0.16 






1889. . 


3 


5 


II 


5 


3.21 






1890. . 


5 


10 


8 


6 


2.42 






1891. . 


7 


7 


5 


5 


1. 01 


O 


13 


1892. . 





9 


11 


6 


3-52 






1893.. 


5 


6 


11 


6 


•95 






1894. . 


10 


2 


4 





2.78 


O 


43 



Lick Observatory, June 7, 1894. 



C. D. P. 



The Lowe Observatory, Echo Mountain, Los Angeles 
County, Cal. ; Dr. Lewis Swift, Director. 

During the year 1893 financial difficulties made it necessary 
for Mr. Warner, the patron and founder of the Warner 
Observatory of Rochester, N. Y. , to withdraw his support from 
that institution, in which Dr. Lewis Swift had done so much 
work. The instruments of the observatory belonged to Dr. 
Swift himself, and for some time it was expected that arrange- 



